WTCI-559-P 


THE PORT AUTHORITY OF NEW YORK AND NEW JERSEY 


MEMORANDUM 



TO: 
FROM: 
DATE: 
SUBJECT: 


COPY TO 


Thomas Cancelliere, Assistant Manager, World Trade Center Operations 
Harry R. Pool, Jr. 

October 20, 1986 v 
CONTRACT PSE-463 , "CLEANUP AND DISPOSAL OF ASBESTOS DUST AND PARTICLES 
IN THE MECHANICAL EQUIPMENT ROOMS ON THE SEVENTH AND FORTY -FIRST FLOORS 
OF ONE WORLD TRADE CENTER" 

S. Altman, N. Budelri, B. Cape, P. Carbajal, M.D., C. Doronln, R. Fag In, M.D. 
J. Gertler, R. Hohenfeld, J. Hut nick, M. Ki rentier, R. Linn, G. Maas , 
S. Magnus, T. McKelvey, L. Menno, D. Montalbano, E. Monteverde, A. Preschle, 
V. Strom, J. Verbist, L. Vernon, S. Van De Walle 


Transmitted herewith for your review and the review of those copied is a 
draft copy of Contract PSE-463, "Cleanup and Disposal of Asbestos Dust and Particles 
in the Mechanical Equipment Rooms on the Seventh and Forty-First Floors of One World 
Trade Center". 

The term of this contract is for ninety (90) days* The estimated cost 
for the ninety day term is $90,000.00. 

Not included in the draft copy are the table of contents, the bid opening 
date, the facility inspection date and the actual World Trade Center contract number. 

Please review and furnish comments, in writing, by November ,10, 1986, in 
order that the contract schedule may be maintained and have comments considered prior 
to the contract being issued for bid. 

If additional information is required regarding this contract, please 
contact Steve Kay, of my staff, at 201-963-7475. 


Harry R. FBol, Jr., Supervisor 
Environmental Programs 
Inspection and Safety Division 


CC/daw 


